Co. B, 1229 K. C. 
Fort Dix, New Jersoy 
April 2, 1943 


Major Francis IV Frazier 
Bureau of Public Relations 
Room 2 D 859, Pentagon Building 
Arlington, Virginia 

Bear Major Frazier j 

Thank you very much for your kind note 
and your efforts on my behalf. I am sorry that it 
could not bo. 

If at any time in the future it becomes 
possible for me to be assigned to work vdth you, I 
shall be very happy. 

Sinoerely, 


Harold "sisberg 


